The  gothic  structure  of  the  ROCKEFELLER  ME- 
MORIAL CHAPEL  of  the  University  of  Chicago  in 
Chicago,  Illinois,  is  located  on  the  Midway,  at  the 
corner  of  58th  Street  and  Woodlawn  Avenue.  It  is 
non-sectarian,  and  a  memorial  to  the  founder  of 
the  University,  John  D.  Rockefeller.  Its  original 
costs  were  $1,750,000.  The  towef  is  209  feet  high 
and  contains  the  Laura  Spelman  Rockefeller  Me- 
morial Carillon  with  72  bells.  The  tower  at  the 
right  is  the  Tower  of  the  CHICACO  THEOLOCICAL 
SEMINARY. 
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